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SCE has identified this area as containing distribution circuit(s) 
that provide electrical service to customers located in High Fire 
Risk Areas and may be subject to Public Safety Power Shutoffs 
(PSPS). Some circuits, as indicated on the map, may originate 
from, terminate in, or otherwise traverse High Fire Risk Areas, 
and the entire circuit may be subject to a PSPS event outage. 
While SCE’s goal is to minimize the outage to affected areas 
during a PSPS event, various system design, operational, and 
environmental factors will affect how and when power is restored 
to these circuits or portions thereof. 

The map was prepared on 4/23/2019 is subject to change at any 
time. All boundaries are approximate. 
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SCE has identified this area as containing distribution circuit(s) 
that provide electrical service to customers located in High Fire 
Risk Areas and may be subject to Public Safety Power Shutoffs 
(PSPS). Some circuits, as indicated on the map, may originate 
from, terminate in, or otherwise traverse High Fire Risk Areas, 
and the entire circuit may be subject to a PSPS event outage. 
While SCE’s goal is to minimize the outage to affected areas 
during a PSPS event, various system design, operational, and 
environmental factors will affect how and when power is restored 
to these circuits or portions thereof. 
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The map was prepared on 4/23/2019 is subject to change at any 
time. All boundaries are approximate. 
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